Dr. Sunil Mittal is an 
experienced, 
passionate and 

dynamic Radiologist 
~~ “_ His experience as Radiologist 
IS 10 Years, Available at 
Mittal Ultrasound & 
Scan Center 
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INTRODUCTION 


Dr. Sunil Mittal is an Radiodiagnosis 
is the branch of medical science that 
focuses on the use of radiation, 
ultrasound, and magnetic resonance 
for diagnostic, therapeutic, and 
research purposes in medicinal 
practice. It is related to disciplines of 
anatomy, pathology, physiology, and 

interventional procedures 


healthcare facility 
e Show an overview of the services of yout 
healthcare facility. 
e Describe the technology and equipment: 
e showcase patient safety and quality. | 
e Highlights the qualifications and 
expertise of the staff. 
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GET IN TOUCH 


Our administrative staff is available 
to assist you 24/7, contact us 
anytime through the following: 
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A-12, Pawan Palace, Samad 
O Road, Aligarh Samad Road, 
PWD Colony, Church 
Compound, Civil Lines, 
Aligarh, Uttar Pradesh, 
India202001 


